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PAGE 01 STATE 232203 
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ORIGIN NEA-10 

INFO OCT-01 ISO-OO AID-05 RSC-01 /017 R 

DRAFTED BY NEA/AFN:DLMACK 
APPROVED BY NEA/AFN :MWILEY 
AID/NESA/NENA:GVARRATI 

079972 

R 221908Z OCT 74 
FM SECSTATE WASHDC 
TO AMEMBASSY TUNIS 

UNCLAS STATE 232203 

E.O. 11652: N/A 

TAGS: EAID, TBIO, TS 

SUBJECT: AMERICAN-TYPE HOSPITAL IN TUNISIA 
REF: TUNIS 6427 

1. DR. WALSH OF PROJECT HOPE PLANS TO ARRIVE TUNIS OCTOBER 
28 AT 5:50 P.M. ON AL-ITALIA FROM ROME. HE PLANS TO 
DEPART TUNIS EVENING OF OCTOBER 31. 

2. WE UNDERSTAND THAT WALSH WILL DISCUSS HOSPITAL PROJECT 
WITH APPROPRIATE GOT OFFICIALS WITH VIEW TO ASSEMBLING 
TEAM THAT WILL MEET TUNISIAN REQUIREMENTS. 

3. TUNISIAN EMBASSY MAY HAVE PASSED ABOVE INFO TO MINISTRY 
OF HEALTH. BUT WE SUGGEST THAT EMBASSY DO SO AS WELL. 
AMBASSADOR HEDDA, WHO HAS DISCUSSED PROJECT AT LENGTH WITH 
WALSH, EXPECTS TO RETURN TO TUNIS O/A OCTOBER 24. KISSINGER 
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